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OFFICE OF THE DIRECTOR 

Action Memorandum No. M l 

Date 1 him y x 9 & 


Deputy Director {Support) 


SUBJECT : Painting, Headquarters Building 

REFERENCE: 

1. I an-: sure Gate# Lloyd has told you that he, along, with representatives 
&i the* Fine Arts Commission, has been engaged in discussions with the General 

crvicee Administration regarding the development of a master color scheme 
for the headquarters building . As this project i* a major undertaking, we antic 
pate it will take approximately one month tor Mr, Yasko of Public Building 
Service# to preseat a general outline of a color pattern for the building. Upon 
completion, Mr. Yasko’e proposals will be reviewed by the Fins Arts Com* 
mission along with representatives at your office. Depending upon the outcome 
<>• this review, it may still require more time before the essscution of the new 
colors can be initiated, 

2. In view c-i the foregoing. It would be appreciated if you would request 
that ail painting in headquarters building be stopped, except for emergency 
requirements, until the action set forth in paragraph 1 is concluded. 


(signed) Lyman B. Kirkpatrick 

Lyman h. Kirkpatrick 
Executive Director 
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